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LIMITED OFFICIAL USE TAIPEI 03578 

E.O. 11652: N/A 
TAGS : PDIP, TW, US 

SUBJECT : PRESIDENT'S CONGRATULATORY MESSAGE TO 
PREMIER SUN 

1. PREMIER SUN YUN-SUAN HAS REQUESTED AMBASSADOR JAMES 
C. H. SHEN TO CONVEY HIS THANKS TO PRESIDENT CARTER FOR 
THE PRESIDENT'S CONGRATULATORY MESSAGE AT THE TIME OF 
SUN'S APPOINTMENT. 

2. EYI: PREMIER SUN PROVIDED US WITH THE TEXT OF HIS 
MESSAGE AS FOLLOWS: QUOTE. DEAR MISTER PRESIDENT: 

PLEASE ACCEPT MY SINCERE THANKS FOR YOUR KIND MESSAGE 
OF CONGRATULATIONS ON MY APPOINTMENT AS PRESIDENT OF 
THE EXECUTIVE YUAN OF THE REPUBLIC OP CHINA. I WISH TO 
ASSURE YOUR EXCELLENCY THAT THE GOVERNMENT OF THE 
REPUBLIC OP CHINA WILL STAND FIRM IN ALL ITS ENDEAVORS 
TO PROMOTE THE CAUSE OF PEACE AND FREEDOM, AND I AM 
CONFIDENT THAT THE EXISTING RELATIONS OF FRIENDSHIP 

AND COOPERATION BETWEEN OUR TWO COUNTRIES WILL CONTINUE 
TO GROW IN THE YEARS TO COME. WITH BEST REGARDS AND 
HIGHEST CONSIDERATION, SUN YUN-SUAN. UNQUOTE. UNGER 
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